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Cover: Heat Pumps are growing in popu- 
larity as an economical means of heating 
and cooling homes and other buildings. 
The story beginning on the opposite page 
explains the heat pump and explores the 
popularity. 
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N the early 1800’s a young French 

engineer named Sadi Carnot de- 
scribed the principles of a device 
which he said would be the most 
efficient way to produce heat energy. 
Few people then suspected that 
Carnot’s reverse heat engine cycle, 
as he called it, would provide the 
basis nearly 150 years later for the 
modern-day heat pump, now _ be- 
coming popular as a way to supply 
economical year-round heating and 
cooling for residences and other 
buildings. 

Basically the heat pump, which 
typically runs on electricity, works 
like a refrigerator or air conditioner. 
It transfers the heat present in air 
(even at very low temperatures) from 
one place at a relatively low tem- 
perature to another place at a higher 
temperature. 

The heat pump’s newfound popu- 
larity stems from the public’s in- 
creased awareness of energy con- 
servation, and from the fact that in 
many regions today new buildings 
can no longer be hooked up to exist- 
ing gas lines. Tight supplies and 
escalating prices are also making fuel 
oil less attractive. As a result, there 
was a large increase in the number 
of new dwellings built last year which 
are heated with electricity. With the 
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soaring cost of electric resistance 
heating, heat pumps offer the op- 
portunity to conserve energy and 
money for home heating and cooling. 

Along with equipment manufac- 
turers, home builders, and buyers, 
researchers at the National Bureau 
of Standards are taking a fresh look 
at heat pumps. A team of engineers 
led by Dr. David Didion in the Cen- 
ter for Building Technology is in- 
vestigating how the performance of 
heat pumps compares with that of 
traditional fossil-fuel heating equip- 
ment such as gas- or oil-fired fur- 
naces and boilers, and with electrical 
resistance heating systems, such as 
electric furnaces and baseboard units. 
The research program in heat pumps 
is a part of a larger effort to develop 
test methods for heating and cooling 
equipment and systems for use in 


consensus standards that would eval- 
uate both part-load and _full-load 
performance and provide a reliable 
basis for determining seasonal or 
annual efficiency and energy uses. 
The research is coordinated by the 
NBS Office of Energy Conservation in 
the Center for Building Technology 
(CBT) and is partly funded by the 
Federal Energy Administration. 


New Popularity 

To understand the new popularity 
of heat pumps, it is necessary to 
understand how they work. 

When a heat pump is used for 
heating purposes, cool air outside the 
building is blown over an even colder 
evaporator coil. Heat is transferred 
from the outdoor air to evaporate the 
liquid refrigerant in the coil, which is 
raised above room temperature by 
compression and then condensed in 
the indoor coil, transferring heat to 
the indoor air. A fan blows the warm 
air through ducts to the rooms to be 
heated. 

When a heat pump is used for 
cooling and dehumidification, the 
functions of the indoor and outdoor 
coils, as described above, are re- 
versed. In this case, heat is absorbed 
in the indoor coil to evaporate the 
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Heat Pump continued 


liquid refrigerant and is discharged 
through the outdoor coil after hav- 
ing its temperature raised above out- 
door temperature by compression. 
This is a typical air conditioning 
process. 

So although it is operated by 
electricity, the heat pump’s economic 
appeal for home heating lies in the 
fact that the amount of heat delivered 
may be two or more times as much 
as that available if the electricity were 
used directly in resistance heating, 
the most common form of electrical 
heating. As a result, a heat pump 
may reduce electric heating bills by 
30 to 50 percent or more, depending 
on the climate. When engineers talk 
about this advantage of heat pumps, 
they refer to the efficiency or Co- 
efficient of Performance (COP). 

The COP is the ratio of the useful 
heat energy transferred to the amount 
of energy put in the system. For a 
gas- or oil-fired furnace, this ratio 
is known as efficiency and is always 
less than one because heat is lost in 
the system through exhaust ducting 
and jacket walls. But when a heat 
pump is used for heating purposes, 
the COP is theoretically at least one 
and may be substantially larger. This 
is because the energy available for 
heating comes not only from the 
work energy put into the heat pump’s 
compressor and indoor fan, but also 
from the heat extracted from the 
outdoor environment. When the heat 
pump is used for cooling, the COP 
is similar to that of an air conditioner, 
which is also greater than one. In 
general, the COP increases as the 
temperature differences over which 
it must pump decrease. For that 
reason, heat pumps have been used 
mostly for heating purposes in the 
Southern United States, where the 


244 


winters are not too severe and air 
conditioning is desired. 


Early Failures 


NBS involvement with heat pumps 
is not new. In the late 1950’s the 
U.S. Air Force, which had been buy- 
ing heat pumps for military housing, 
came to NBS for help when failures 
began to show up in epidemic pro- 
portions. In 1959 the Air Force 
stopped buying new equipment and 
started to analyze the performance 
of some 9,000 heat pumps that were 
operating in Air Force housing 
projects. Led by P. R. Achenbach of 
the then Building Research Division, 
NBS played an important rofe in 
evaluating the performance of these 
Air Force heat pumps. As a result, a 
list of reliability problems and po- 
tential solutions was compiled. 

Industry responded by organizing 
a heat pump research project in 1963 
under the sponsorship of the Edison 
Electric Institute in cooperation with 
the Carrier Electric Corporation. From 
this and the efforts of other manu- 
facturers, the second generation of 
heat pumps that are in use today was 
born. These improved heat pumps 
have proven very reliable when a 
proper maintenance program is fol- 
lowed. With the advent of the energy 
crisis, the military renewed its inter- 
est in heat pumps and requested that 
NBS develop a_ specification for 
procuring heat pumps. NBS engineers 
Clinton Phillips, Bradley Peavy, and 
William Mulroy developed the per- 
formance criteria necessary for such 
a purchase specification which en- 
courages conservation. 

Recognizing that reliability is no 
longer the major problem, the NBS 
research is aimed at determining the 
actual operating performance of com- 


mercially available and innovative 
heat pumps. According to Didion, 
“One of the key questions is how 
competitive are heat pumps with 
other heating and cooling systems. At 
the present time, industry rates vari- 
ous heating devices using a steady- 
state, full-load test procedure. This 
means the device is tested while it is 
in continuous operation under maxi- 
mum operating conditions. In real life, 
however, most heating and cooling 
units cycle on and off. This is called a 
part-load or dynamic basis. We want 
to develop a laboratory (factory) test 
procedure which will approximate 
more closely the actual efficiency 
under field conditions.” 

The job of investigating the field 
performance of a heat pump was 
made easier for NBS engineer George 
Kelly by the existence of a 22-year 
old house on the Bureau’s grounds in 
Gaithersburg, Md. The Bowman 
house, as it is called, is a single-story 


Field tests at house on NBS 
grounds provide insight into 
practical operation of heat pumps. 


frame ranch-type house with a floor 
area of 232 square meters (2500 sq ft). 
The house is being used as part of a 
larger program, partly funded by FEA, 
to experimentally measure the energy 
savings which could be achieved 
through retrofitting—installing storm 
windows, insulation, weather strip- 
ping, and caulking. 

Originally heated by an oil-fired 
furnace, the Bowman house was out- 
fitted with a 5-ton heat pump in the 
spring of 1974, and the oil furnace was 
removed. Kelly instrumented the heat 
pump to measure the amount of 
energy needed for heating and cool- 
ing. Various measurements have been 
carried out both before and after the 
house was retrofitted with other 
energy conservation measures. 


Practical Problems 


“The data collected point up some 
of the practical limitations with heat- 
pump performance and rating meth- 
ods as they now exist,” Didion says. 
For instance, Kelly estimates that the 
seasonal heating COP of the Bowman 
house heat pump is about 1.75. This 
turned out to be about 19 percent 
lower than the seasonal heating COP 
calculated from performance data 
supplied by the manufacturer. The 
difference, says Kelly, is due to the 
effect of part-load operation as well 
as to ice buildup and defrosting on 
the outside coils. 


Kelly explains that the effect of 
part-load operation on the perform- 
ance of the Bowman house heat pump 
is greatest when the heat pump oper- 
ates in the cooling mode, mainly be- 
cause the heat pump is located in the 
basement of the house. In the heating 
mode, the residual heat contained in 
the indoor unit of the pump when 
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Shown above are the cooling cycle of a 
heat pump (top) and the heating cycle 
(bottom). Two types of heat pumps are 
used in homes—room units and central 
system units. Designed for window, 


through-the-wall, and free-standing installa- 
tion, room units discharge warm and cool 

air directly into the conditioned area (one 

or two rooms). Central units can heat and 
cool a whole house. 
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RESEARCH PRONIDES NEW INSIGT INTO 


HE theory that fluorocarbons are 

depleting the ozone shield that 
protects the earth and all life from 
the sun’s harmful ultraviolet rays first 
came before an unsuspecting public 
only last year, but already it has 
touched off a controversy of major 
proportion. According to the theory, 
fluorocarbons—chemicals that are 
widely used as refrigerants, aerosol 
propellants, and foam blowing agents 
—rise into the upper atmosphere 
where they break down under the 
sun’s influence. The theory goes on 
to propose that the breakdown prod- 
ucts from the fluorocarbons, specifi- 
cally chlorine atoms, initiate a chain 
reaction that results in the destruc- 
tion of ozone. 

The theory was proposed last year 
by Dr. Mario J. Molina and Dr. F. 
Sherwood Rowland, two chemists at 
the University of California in Irvine. 
Although the theory received wide 
publicity and was accepted by many 
researchers, the actual photochemical 
mechanisms for the decomposition of 
the fluorocarbons had never been 
firmly established. Other pieces of 
the theory—such as confirmation of 
the presence of large concentrations 
of fluorocarbons in the upper atmos- 
phere—also lacked experimental evi- 
dence. 

Now two chemists at the National 
Bureau of Standards in Gaithersburg, 
Md., have provided the most detailed 
picture to date of the way sunlight 
breaks down fluorocarbons in the 
earth’s upper atmosphere. The NBS 
research, carried out by Dr. Pierre J. 
Ausloos and Dr. Richard E. Rebbert 
in the Institute for Materials Research, 
provides convincing evidence that up 
to two chlorine atoms are formed 
from each molecule of fluorocarbon 
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11. (CFCl3) or fluorocarbon 12 
(CF2Cl2) that breaks down under the 
high energy, ultraviolet radiation pres- 
ent in the earth’s upper atmosphere 
(stratosphere). 

At almost the same time the NBS 
chemists reported their findings, sci- 
entists at the Commerce Depart- 
ment’s National Oceanic and Atmos- 
pheric Administration (NOAA) in 
Boulder, Colo., reported the first ex- 
perimental data confirming the pres- 
ence of predicted concentrations of 
fluorocarbons in the stratosphere. The 
NOAA scientists, working in collabo- 
ration with scientists at the National 
Center for Atmospheric Research 
(NCAR) in Boulder, also confirmed 
that the fluorocarbons are not con- 
sumed by any chemical or natural 
process in the earth’s lower atmos- 
phere. 


Evidence for Theory 


Taken together, the new research 
from NBS, NOAA, and NCAR con- 
firms a part of the Molina-Rowland 
theory. The research is expected to 
be used by scientists studying the 
effects of fluorocarbon breakdown on 
the earth’s ozone layer. It is also ex- 
pected to be used by various groups 
awaiting such data in order to make 
recommendations to the United 
States Government on the continued 
use of fluorocarbons as aerosol pro- 
pellants and refrigerants. 

Fluorocarbons 11 and 12 were 
chosen as the subject of the NBS re- 
search since they are the two most 
widely used fluorocarbons. Fluoro- 
carbon 11 is used mainly as a pro- 
pellant in aerosols and as a blowing 
agent for foam in insulation, cush- 
ions, sealants, and other materials. 
Fluorocarbon 12 is used extensively 


as a coolant in refrigeration and air 
conditioning systems. In all, the 
United States produced more than 
387 thousand metric tons of fluoro- 
carbons 11 and 12 in 1974. 

Ausloos and Rebbert studied the 
light-induced breakdown of fluoro- 
carbons 11 and 12 at four different 
wavelengths in the ultraviolet region 
of the spectrum. Three of the four 
wavelengths are in the range of 
wavelengths that bring about most of 
the photochemical reactions in the 
stratosphere (ranging from about 10 
to 70 kilometers above the earth). All 
other studies have been carried out at 
only one of the wavelengths in the 
range of interest. 

At the longest wavelength at which 
fluorocarbons absorb light in the 
stratosphere, the chemists found that 
the breakdown of fluorocarbons is 
very efficient. In fact, they found that 
each photon (a discrete package of 
light) absorbed by a molecule of 
fluorocarbon results in the formation 
of one chlorine atom. 


Double Threat? 


An additional finding was that as 
the wavelength decreases—and the 
energy of the photons increases—the 
probability increases that not one but 
two chlorine atoms are released as a 
result of the absorption of a photon 
by a fluorocarbon molecule. ‘This 
means of fluorocarbon breakdown 
has not been considered before,” 
Ausloos reports. 

Do two chlorine atoms represent a 
double threat to the ozone layer? 
“Not necessarily,” Ausloos explains. 
“Even before we carried out our re- 
search, other scientists had proposed 
that chemicals resulting from the 
breakdown of fluorocarbons reacted 
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Based on new NBS research, these are the major proposed mechanisms accounting for the light- 
induced breakdown of fluorocarbons 11 and 12 in the upper atmosphere: 


Fluorocarbon 11 


1; CFCls oe 


fluorocarbon 11 


2: CFCls a 


fluorocarbon 11 


Fluorocarbon 12 


1% CF2Cle + 


fluorocarbon 12 


2 CF2Cle = 


fluorocarbon 12 


further with oxygen, which could lead 
to the possible liberation of an addi- 
tional chlorine atom. From a funda- 
mental point of view, it is important 
for us to know whether chlorine 
atoms are formed by a direct or indi- 
rect mechanism.” The NBS research 
indicates that they are formed by a 
direct mechanism. 

Based on measurements of the 
breakdown products in the reactions 
they studied, Ausloos and Rebbert 
were able to propose multi-step proc- 
esses for the decomposition of the 
fluorocarbons (see box). 

One of the most important obser- 
vations made during this research was 
the presence of two chemical species 
which are expected to be important 
in the complex chemistry of the 
upper atmosphere. The species, CFCI 
and CFz2, result from the breakdown 
of fluorocarbons 11 and 12, respec- 
tively, according to Ausloos. ‘Our 
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hy ——> CFCle 

light intermediate 
radical 

hv CFCl 

light intermediate 
carbene 

hue CFC 

light intermediate 
radical 

hw —— CF2 

light intermediate 
carbene 


studies show that these species are 
relatively stable, but they are ex- 
pected to react with oxygen in the 
atmosphere,” he says. ‘Our research 
clarifies to a large degree the chem- 
istry of these species, which until 
now has been mostly unknown.” 
Another finding in the NBS research 
is that fluorocarbons 11 and 12 ab- 
sorb light less strongly as the tem- 
perature decreases at the longer 
wavelengths. Most studies dealing 
with the absorption of light by fluoro- 
carbons have been carried out at 
room temperature (about 298 K), 
whereas the temperatures in the 
upper atmosphere are substantially 
lower (ranging from 190 to 275 K). 
“Our studies indicate that for 
fluorocarbon 12 at the longest wave- 
length at which fluorocarbons absorb 
in the stratosphere there is a tenfold 
increase in the absorption cross sec- 
tion as the temperature increases 


+ Cl 


chlorine atom 


+ 2Cl 
two chlorine atoms 


i Cl 


chlorine atom 


-- 2Cl 
two chlorine atoms 


from 234 to 442K,” Ausloos says. The 
absorption cross section is a measure 
of the probability that a molecule will 
absorb a photon of light. “This means 
the fluorocarbons probably have a 
longer lifetime before breaking down 
at the temperatures found in the 
stratosphere than has _ previously 
been believed. It also means that sci- 
entists who are carrying out computer 
modeling studies of the stratosphere 
should take temperature into account 
in their calculations whenever the ab- 
sorption cross section is involved.” 


New Data Tables 


Computer modeling studies con- 
tinue to represent the major way in 
which scientists study the complex 
meteorology and chemistry of the 
stratosphere. Such studies are used to 
predict the effects of fluorocarbons 
and other chlorine-containing com- 


continued on page 263 
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N estimated 200,000 persons in 

the U.S. rely on battery-powered 
electronic pacemakers, implanted in 
the body, to regulate their heartbeats. 
Because it serves a_ life-sustaining 
function, the pacemaker must be ex- 
tremely reliable for its complete term 
of use. 

Even though the human body repre- 
sents a hostile environment for the 
pacemaker, most of these devices are 
reliable and effective. However, pace- 
maker failure and malfunctions, 
caused principally by battery deple- 
tion, electronic failure, and material- 
related problems, do occur. Such fail- 
ures often necessitate that the unit be 
replaced by surgery. 


The pacemaker industry is faced 
with problems similar in many as- 
pects to those of the high reli- 
ability space and military com- 
munities. 


To address the technical questions 
involved with assuring cardiac pace- 
maker reliability, the National Bureau 
of Standards in July brought together 
for the first time experts from the 
pacemaker, electronics, and related 
communities in a workshop jointly 
sponsored by NBS and the Food and 
Drug Administration of the Depart- 
ment of Health, Education, and Wel- 
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fare. The workshop was attended by 


representatives of the 10 known 
domestic manufacturers of pace- 
makers and two of the five known 
distributors of foreign made _ pace- 
makers. 

FDA concern about pacemakers 
arises from recent reports of pace- 
maker failures that have resulted in a 
number of deaths, and from a variety 
of component and material-related 
problems that have required the recall 
or more frequent monitoring of 
about 23,000 pacemakers. 

According to workshop chairman 
Harry A. Schafft of the NBS Electronic 
Technology Division, the meeting was 
held to stimulate a heightened aware- 
ness of the available technology, a 
greater use of the expertise that exists 
outside the pacemaker industry, and 
a more productive participation in 
voluntary standards activities. 

Involvement with pacemaker relia- 
bility stems from the Bureau’s respon- 
sibilities to work with industrial repre- 
sentatives in facilitating effective ap- 
plication of the Nation’s science and 
technology to produce the best prod- 
ucts for the general public. NBS offers 
the pacemaker industry expertise in 
such areas as semiconductor device 
measurement technology, hermeticity 
testing, metallurgy, standards making, 
and technology transfer. 

Schafft explains that the workshop 


was designed to infuse into the pace- 
maker industry needed technology 
and expertise from other areas, par- 
ticularly the high reliability §semi- 
conductor device community. Experts 
from a variety of disciplines and rep- 
resentatives of the pacemaker indus- 
try were brought together to discuss 
questions of mutual concern. The 
objective was to promote technical 
exchange of information. 


NBS offers the pacemaker in- 
dustry expertise in such areas as 
semiconductor device measure- 
ment, hermeticity testing, metal- 


lurgy, standards making, and 
technology transfer. 
To prepare for organizing the 


workshop, members of the Electronic 
Technology Division visited pace- 
maker manufacturers in an effort to 
identify areas of interest that should 
be addressed at the meeting. Accord- 
ing to Schafft, they found that much 
of the technology and the procedures 
of the high reliability semiconductor 
electronic community were already 
being transferred into the manufac- 
ture of pacemakers. They also found 
that many engineers, previously as- 
sociated with high-reliability semi- 

turn page 
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Heart continued 


conductor electronics space and 
military programs, had brought valu- 
able expertise to the pacemaker 
industry. 


Reliability requirements for 
pacemakers are difficult to fulfill 
because high quality components 
are not ‘‘off-the-shelf’’ items. 


In general, the Electronic Tech- 
nology Division staff found an indus- 
try very much concerned with high 
reliability technologies and_ faced 
with problems. similar in many 
aspects to those of the high reliability 
space and military communities. The 
industry identified 12 areas of in- 
terest, each arising out of a deficiency 
in the measurement technology: 

Electronics—procurement and test 

of high reliability parts. 

Hermeticity Testing—evaluation of 

methods; specification of leak 
rates and moisture concentra- 


tion. 
Weld _Inspection—nondestructive 
methods. 


Electromagnetic Interference (EMI) 
—characterization and control of 
electromagnetic environment. 

Electrical Leads — evaluation and 
accelerated stress test methods. 

Materials—characterization for cor- 
rosion, biocompatability, and 
bondability. 

Sterilization—evaluation and quali- 
fication of sterilization proce- 
dures. 

Power Sources—qualification and 
comparison of batteries. 

Accelerated Testing—dqualification 
and comparison of products, 
assurance of quality control, and 
substantiation of reliability. 

Standardization—procurement pro- 
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cedures, manufacturing processes 
and procedures, and tests. 

Information Resources—availability 
of reliability and other data 
banks. 

Service Resources—availability of 
procurement, manufacturing, and 
test services. 


In the time available, the July 
workshop could address only five of 
the 12 areas identified, namely: elec- 
tronics, hermeticity testing, standards, 
information resources, and_ service 
resources. 

In the area of electronics, work- 
shop participants wanted to know 
how best to obtain high reliability 
parts, which fabrication processes 
were best, and what should be in- 
cluded in the purchase specifications 
for a part. 

These concerns stem in part from 
the industry’s attempts to reduce 
pacemaker size and battery drain by 
the electronic circuit. These attempts 
have led to greater interest in in- 
creased integration and the use of 
newer and more sophisticated tech- 
nologies. 

Several points of considerable 
significance were raised. It was re- 
peatedly emphasized that the reli- 
ability requirements for components 
to be used in pacemakers are more 
severe than all but the most stringent 
military and space requirements. 
These requirements take on new 
dimensions with the development 
and growing use of batteries with 
operating lives of 5, 10, or more 
years. 

However, these reliability require- 
ments for pacemakers are difficult 
to fulfill because high quality com- 
ponents are not “off-the-shelf” items. 
Additionally, there are no adequate 
standard or consensus process and 


procurement procedures to purchase 
high reliability electronic parts, nor 
are there clearly satisfactory means to 
test their reliability with confidence. 
It was therefore not surprising to 
see an intense interest by attendees 
in the problems of obtaining and as- 
suring the reliability of the high 
quality components needed for pace- 
makers and other such demanding 
applications. 


One speaker from the Rome Air 
Development Center stated that 
manufacturers of pacemakers are 
probably using military standard class 
B parts or their equivalents. He urged 
the manufacturers to demand _ that 
vendors add production lines for 
class A parts, with failure rates of 
one in one billion (at least 10 times 
the mean time before failure for class 
B parts). According to Judson C. 
French, chief of the Electronic Tech- 
nology Division, such production will 
require manufacturing control and 
measurement methods similar to 
those currently being worked on by 
the NBS Semiconductor Technology 
Program. 

A major governmental policy ques- 
tion was raised in the discussion 
following a presentation of the de- 
scription of a government program to 
develop highly reliable hybrid circuits 
for an application to nuclear weap- 
ons. It was observed that no gov- 
ernment agency has the authority or 
responsibility for development of 
methods to permit assured procure- 
ment of high quality electronic com- 
ponents for application to the solu- 
tion of critical problems in the 
civilian sector. At the present time, 
developments in this area rely pri- 
marily on spin-off from military and 
space activity and on developments 
by an industry (the semiconductor 
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AR OTAE 
Pace MAKERS 


The rate of the heart is 
normally regulated by its own 
natural ‘‘pacemaker,” the sino- 
atrial node, which produces 
electrical impulses at regular 
intervals. This ‘pacemaker’ is 
located in the upper part of the 
heart. 

A conductive path in the 
heart carries these impulses 
from the upper heart down to 
the lower heart and around to 
the outer muscle walls. Each 
impulse causes the heart to 
contract and pump blood. 

In some individuals, the con- 
ductive path becomes blocked, 
either permanently or intermit- 
tently, for a variety of reasons. 


device industry) principally oriented 
to the production of good quality 
parts in high volume rather than high 
reliability parts in low volume. 

During the workshop session deal- 
ing with hermeticity testing, speakers 
addressed problems of determining 
the maximum acceptable leak rates 
for their parts and pacemakers, and 
determining how much internal mois- 
ture can be tolerated. 

Two speakers addressed the many 
unresolved problems associated with 
measuring hermeticity of the large 
enclosures typical of pacemaker units 
and the difficulties with the correla- 
tions of moisture penetration with 
measured leak rate. 
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When this happens, the pace- 
maker signals do not get to 
the lower heart due to a con- 
dition called heart block. 

Electronic pacemakers are 
used when natural impulses are 
blocked or are too slow to 
stimulate the heart to pump a 
sufficient supply of blood. The 
electronic pacemaker produces 
electrical impulses just strong 
enough to cause the heart to 
contract. 

A pacemaker consists of: 

The pulse generator, which 
actually produces the electrical 
impulses. This is usually im- 
planted just under the skin, 
either just below the collarbone 
or in the abdominal wall. 

The lead, which delivers 
these impulses to the heart. 
Pacemaker leads may be at- 
tached to the outside of the 


The problem of sealed-in moisture 
was also raised. This can occur from 
a variety of causes ranging from the 
obvious case of moisture in the seal- 
ing atmosphere to the almost unde- 
tectable case of minute quantities 
of moisture entrapped within ma- 
terials used in making the unit. 

A third speaker described two ex- 
amples of failures of hermetically 
sealed integrated circuits through 
the interaction of sealed-in moisture 
and extremely small amounts of ionic 
contamination. He explained that 
these circuits had passed all tests for 
both fine and gross leaks and stand- 
ard burn-in cycles. However, after 
periods of operation as short as 50 


heart or, more often, inserted 
through a vein to go directly 
to the inside of the lower heart. 


Pacemakers can be fixed rate 
or demand. Fixed rate (or 
asynchronous) pacemakers de- 
liver impulses to the heart con- 
tinuously at a preset rate. De- 
mand (or standby) pacemakers 
have a preset rate, but are de- 
signed to stimulate the heart 
only when the natural heart rate 
falls below the preset rate of 
the pacemaker. When the heart 
is beating normally, the de- 
mand pacemaker will simply 
“standby.” 


The material in this section was 
taken from a variety of sources, 
notably “Pacing the Heart Electroni- 
cally” by Glenn A. Rahmoeller and 
James R. Veale, published by the 
Office of Medical Devices, Food and 
Drug Administration. 


hours, failure occurred due to deplat- 
ing of gold causing electrical short 
circuits between metallization stripes. 
A longer term (2 to 3 year) failure 
mechanism due to corrosion effects 
was also observed. These examples 
are indicative of the subtlety of some 
of the problems which can result in 
failure of an electronic system. 

To encourage a more productive 
participation in standardization work 
by the cardiac pacemaker community, 
speakers presented overviews of the 
organization and activities of the As- 
sociation for the Advancement of 
Medical Instrumentation, the Ameri- 
can Society for Testing Materials 

continued on page 262 
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Research at NBS 
Makes Compatible 
Two Techniques 

in Preventive 
Dentistry 


N the future, when your son or 

daughter dashes in from the den- 
tist with the latest cavity count, the 
news may be better thanks to the 
work of researchers at the National 
Bureau of Standards. 

Working in collaboration with the 
National Institute of Dental Research 
and the American Dental Association 
(ADA) Health Foundation, NBS is 
helping to develop new and better 
techniques in preventive dentistry. 


Foundation Research Unit in the 


Polymers Division promises a method 
STOPPING CAVITIES BEFORE elev START to combine, to advantage, two pre- 
viously incompatible techniques— 
topical fluoridation of teeth and ap- 

plication of a tooth sealant. 
Topical fluoridation of teeth—the 
direct application of a fluoride com- 
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pound to the teeth, is not new; it 
has been practiced since the late 
1940's. 

Just why fluoridation helps teeth is 
not known for certain, according to 
Dr. Walter Brown, director of the 
ADA unit at NBS. Favorite explana- 
tions include a chemical theory— 
fluoride reduces the solubility of 
tooth material; a biological theory— 
fluoride affects the metabolism of the 
bacteria that cause tooth decay; and 
a physical theory—fluoride affects 
the charges on the surface of the 
tooth, inhibiting the retention of 
plaque. 

The other technique, use of a pit- 
and-fissure sealant, is comparatively 
recent. It has been in commercial 
use for only 3 to 4 years. The sealant 
is “painted” on the teeth as a viscous 
liquid. Depending on the commercial 
brand, the sealant is hardened with a 
chemical additive, like an epoxy ce- 
ment, or by means of an ultraviolet 
lamp. 

The effect of the sealant is to fill 
in undesirable depressions and crev- 
ices in the chewing surfaces on 
biscuspids and molars and thus pre- 
vent the accumulation of food, 
debris, and bacteria that lead to the 
formation of cavities. 

Sealing is still a somewhat contro- 
versial technique, according to Dr. 
Laurence Chow of the ADA Research 
Unit. Its chief drawback is imperma- 
nence. While metal fillings are ex- 
pected to last at least 5 years, the 
present “life expectancy’’ of a sealant 
is about 2 years. Some dentists be- 
lieve that a fissure deep enough to 
require a sealant should be filled 
with a conventional metal amalgam 
as a preventive measure, even though 
no decay can be detected. 

On the other hand, said Chow, 
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sealing is “potentially the best tech- 
nique.” Since no drilling of teeth is 
involved, it is also cheaper. It uses 
no costly metals, and it requires less 
time and effort. 

One major problem with sealants 
has been getting the polymer to ad- 
here or “bond” to the tooth. There is 
little physiochemical bond between 
tooth enamel and sealant material. 
This problem was partially solved in 
the late 60’s by Dr. Michael Buono- 
core, of the Eastman Dental Center 
in Rochester, N.Y., who developed 
the technique of “etching” the tooth 
by applying a 50 percent phosphoric 
acid solution for about a minute. The 
acid etch leaves the tooth surface 
porous and rough, allowing for a 
tight mechanical bond. 

The currently preferred sealant, a 
monomer known as BIS-GMA, was 
developed at NBS in the early 60's 
as a binder for reinforcing the ma- 
terial for filling teeth, by Dr. Rafael 
Bowen, associate director of the ADA 
Research Unit. 

The idea behind combining 
fluoridation and sealing, according to 
Bowen, is that fluoridation is more 
effective on the smooth surface of 
the teeth where the sealant is least 
retentive. The sealants are most effec- 
tive in the pits and fiissures, where 
fluoride treatments are least effective. 

Sealing is still a temporary measure 
—used quite often by dentists for 
small children whose teeth are still 
forming. The sealant will wear off, 
and in the meantime fluoride should 
be introduced to give added resist- 
ance to “caries,” the formation of 
cavities. 

Until now, topical fluoridation, 
considered one of the most effective 
methods of introducing fluoride to 
tooth enamel, could not be used 


when a sealant was to be applied. 
Now it may be possible, according 
to Chow. 

“We are not the first to try this.” 
said Chow, “People have tried to 
apply fluoride before the sealant 
application. What they found is that 
after the fluoride is applied to the 
surface, the adhesion of sealant to 
tooth surface becomes substantially 
worse. Later it was found that this 
happens because of the presence of 
small spherical particles of calcium 
fluoride on the surface of the etched 
teeth.” 

The calcium fluoride particles act 
like a lubricant, causing the sealant 
to slip off the tooth. The process is 
comparable to painting over a dusty 
surface. 


continued on page 262 


A therapist checks a young patient’s teeth 
for plaque. The use of both sealants 
and fluoride treatments is most effective 
in the child’s first 12 years of tooth 
formation. 
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New Miniature Temperature Probe 


temperature probe 
developed by NBS meets a critical 


A miniature 


measurement need in medical re- 
search and cancer therapy. The new 
probe, unlike conventional thermom- 
eters, provides accurate measure- 
ment of temperature in human tissue 
and “phantom materials” during ex- 
posure to intense electromagnetic 
radiation. The NBS probe shows no 
induced heating in the presence of 
the intense fields used in bioeffects 
research and in diathermy. It can also 
be used in situations where electrical 
shock hazards are critical. 


NBS/NIH Agreement 


NBS and the National Institutes of 
Health (NIH) will cooperate to de- 
velop ultrasonic signal processing 
techniques for medical diagnosis. The 
major goal of this project is to pro- 
vide more sensitive ultrasonic tech- 
niques for the detection of abnormal- 
ities in tissue. 


NBS will develop the test methods, 
using techniques and instrumentation 
similar to those being developed to 
test ceramics and metals. NIH will 
evaluate methods and instruments. 


NBS Mercury Dosimeter 


A dosimeter for monitoring mer- 
cury vapor in air, small enough to be 
worn on workers’ clothing, has been 
developed by NBS. The instrument 
uses a piezoelectric crystal operating 
as a gravimetric device which indi- 
cates an integrated total exposure to 
mercury vapor. The mass of the ma- 
terial deposited or absorbed is de- 
termined by measuring the change 
in oscillation frequency of the crystal. 

Monitoring mercury at industrial 
work sites is necessary because 
mercury is both toxic and cumulative 
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and contamination must be _ con- 
trolled. The Bureau developed a 
personnel monitor, rather than a 
site monitor, because mercury con- 
centrations vary greatly within in- 
dividual work sites. 


Atomic Clock Now Easily Portable 


Based on a commercially available 
rubidium standard, NBS has devel- 
oped a portable rubidium clock much 
lighter than cesium clocks. Technical 
modifications which improve the 
temperature and magnetic environ- 
ment characteristics allow stabilities 
of several parts in 1032 during the 
period of a normal time transfer 
trip by commercial air transport. 


This portable clock will assure 
easier high-precision national and in- 
ternational time comparisons. Since 
it weighs only 11 kg and can be car- 
ried by any traveler as hand luggage 
at no extra cost (in contrast to cesium 
standards which weigh on the order 
of 100 kg and require purchase of an 
extra seat as well as a 110-volt power 
connection), very frequent time com- 
parisons become possible. 


New Standard for COBOL-74 


NBS has published a revised Fed- 
eral Information Processing Standard 
COBOL for use by all Federal agen- 
cies. COBOL is the major computer 
programming language used in non- 
scientific applications. COBOL-74 re- 
places the earlier Federal COBOL 
standard (COBOL-68), which has 
been a standard since 1972. 

According to Dr. Ruth M. Davis, 
director of the NBS Institute for 
Computer Sciences and Technology, 
“This revised COBOL standard _in- 
corporates advanced programming 
features of the new national standard, 


ANSI X3.23-1974, and reduces re- 
maining impediments to wider inter- 
change and transferability of COBOL 
software.” 


FIPS PUB 21-1, which contains the 
revised standard, is available from 
the U.S. Government Printing Office, 
Washington, D.C. 20402, SD Catalog 
No. C13.52:21-1 at $4.90. 


Agreement With Nuclear 
Regulatory Commission 


NBS has signed an agreement with 
the Nuclear Regulatory Commission 
(NRC) to develop ultrasonic nonde- 
structive test methods for nuclear 
reactor monitoring. More sensitive 
ultrasonic test methods are needed 
to locate flaws in nuclear reactor 
assemblies which are not detectable 
by present techniques. 


This agreement includes the devel- 
opment of test methods and instru- 
mentation and application of the 
methods to the inspection of pipes 
and other specimens containing a 
variety of flaws. The reactor test 
specimens will be supplied by NRC. 


Piezoelectric Effect in Bone and 
Teeth 


NBS is involved in a program to 
obtain piezoelectric measurements 
on bone and teeth as a function of 
temperature, relative humidity, fre- 
quency of the applied stress, and 
orientation of the sample. The piezo- 
electric effect in bone was discovered 
in Japan 20 years ago, but, to this 
date, the lack of a thorough charac- 
terization of the effect inhibits the 
utilization of piezoelectricity in 
medicine and dentistry. These studies 
will supply data for: (1) the use of 
piezoelectricity in orthodontia and or- 
thopedics; (2) the design of synthetic 
dental and orthopedic implants. O 
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NBS Three in the I-R 100: 
Radiometer, Laser Stabilizer, Dew/Frost Detector 


HREE inventions developed at 

the National Bureau of Standards 
have been listed among the top 100 
technical products in 1975 by In- 
dustrial Research magazine. 

The I-R 100 awards went to NBS 
scientists and engineers for develop- 
ment of an electrically calibrated 
pyroelectric radiometer, a high-speed 
laser intensity stabilizer, and a dew/ 
frost point apparatus. 


Pyroelectric Radiometer 


The radiometer measures the 
power of a beam of light of any 
wavelength from ultraviolet to far 
infrared by comparing the heat from 
absorbed light with the heat gener- 
ated by a measured electric current 
flowing in the light absorber. The 
concept was developed by Drs. Clark 
Hamilton, Gordon Day, and Robert 
Phelan at the NBS-Boulder (Colorado) 
Laboratories, Jon Geist at NBS- 
Gaithersburg (Maryland), and Bruce 
Mcintosh of Laser Precision Corp., 
Yorkville, N.Y. 

Various designs, basically similar 
in approach, have been developed to 
measure different kinds of light. One 
version, developed in Boulder, uses 
a closed-loop servo-system to make 
automatic measurements. Another 
version, conceived by Geist, employs 
a waveform-independent measuring 
circuit, which makes the measure- 
ment less sensitive to the distribution 
of light across the chopper aperture. 

Through effective technological 
transfer from a government lab to 
private industry, both types of radi- 
ometer are now being marketed by 
Laser Precision Corp. During a co- 
Operative design and development 
program with NBS, Laser Precision 
Corp. made minor alterations to the 
NBS designs, resulting in their Rs- 
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3900 series of radiometers now on 
the market. 

The electrically calibrated pyro- 
electric radiometer complements the 
traditional instruments of radio- 
metric measurement (such as black- 
bodies and calibrated lamps, thermo- 
piles, and calorimeters), and, in 
addition, forms the foundation of a 
whole new approach to radiometry. 
It combines, for the first time, sensi- 
tivity and convenience with the 
inherent accuracy of internal electri- 
cal calibration. 

Since it is calibrated by reference 
to electrical standards, it provides a 
short measurement chain between 
ultimate user and the basic units of 
mass, length, and time. 


Laser Intensity Stabilizer 


The laser intensity stabilizer pro- 
vides a means of continuously con- 
trolling and stabilizing the intensity 
of a laser beam within narrow limits. 
It is built as a separate unit, rather 
than incorporated into the laser itself. 
Thus, the design can be used with 
practically any laser desired, and sub- 
sequently switched to another laser 
without major modifications. 

The high-speed laser intensity 
stabilizer uses an extraordinarily fast 
electronic servo-system to sense the 
fluctuations in the laser’s intensity 
and rapidly change the transmission 
coefficient of an active element to 
compensate. The result is a beam of 
laser light that contains far less broad- 
band noise than before and allows 
far more accurate calibration of 
power levels, more sensitive spectros- 
copy, and elimination of lengthy 
experimental runs to check for 
power-level drift. 

This stabilizer was developed by 
NBS scientists John L. Hall and James 


J. Snyder at the Joint Institute for 
Laboratory Astrophysics (JILA), which 
is a Cooperative venture of the Uni- 
versity of Colorado and NBS _ in 
Boulder. It can be used with any 
continuous-wave (CW) laser up to 
power levels of 2 or 3 watts, but 
it is particularly useful for controlling 
the optical pumps of dye lasers, 
which have noise levels of 5-10 per- 
cent with frequency components ex- 
tending to very high frequencies 
(about 200 kHz), and gas lasers whose 
plasma noise also reaches that fre- 
quency. The bandwidth of control 
extends to about 5 MHz and lowers 
the broadband RMS intensity noise 
level to about 10° to 10% of the dc 
power in the beam, regardless of the 
amount of noise originally present, 
whether 50 percent or 1 percent. 
The low frequency noise level (be- 
low 10kHz) is reduced to approxi- 
mately the theoretical minimum 
“shot-noise” level. 

Most uses of lasers require some 
degree of stability in power output; 
such uses as precision measurements, 
laser spectroscopy, and calibration of 
power meters and transfer standards 
require stability (freedom from noise 
at high and low frequencies) far in 
excess of that available from most 
lasers without the intervention of the 
operator. The new device allows the 
Operator to simply set the desired 
power level and then concentrate on 
the measurement, rather than have 
to constantly adjust the power out- 
put manually. Elimination of the 
power fluctuations at high and low 
frequencies may permit dye _ laser 
spectroscopy, for example, to achieve 
100 to 1000 times better sensitivity. 

Since commercial production of 
the stabilizer has not been arranged, 

turn page 
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IR 100 continued 


interested manufacturers should con- 
tact the developers at NBS, Boulder, 
Colo. 80302. 


Dew-Frost Point Apparatus 


The dew/frost point apparatus 
measures the moisture content of the 
air space of sealed insulating glass. 
The longevity performance of sealed 
insulating glass units can be evalu- 
ated by careful measurements of 
water vapor content in the air space 
between the glass panes—so -called 
dew/frost point—and its rate of in- 
crease. The apparatus was developed 
specially for this purpose to evaluate 
the quality and reliability of the 
sealed insulating glass units. 

The dew/frost point indicates the 
temperature at which water vapor 
of the air space condenses or freezes 
on the inner surface of the glass pane. 

With previous devices utilized for 
this purpose, the temperature of the 
apparatus was controllable within the 
range of +3°C. Using the new ap- 
paratus it can be controlled to within 
+0.05°C. It is easy and convenient 
to use and it is reliable and repro- 
ducible. 

The apparatus was invented by Dr. 
Mahn Hee Hahn, a mechanical en- 
gineer working in NBS’ Center for 
Building Technology. Hahn is an 
NBS Research Associate under spon- 
sorship of the American Society for 
Testing and Materials (ASTM) Com- 
mittee E06—Performance of Building 
Constructions. 

His invention has been patented 
(U.S. Patent 3,896,658) and adopted 
as a standard test method by ASTM 
(ASTM E546-75). The apparatus con- 
sists of two metal blocks, upper and 
lower, which are placed in series 
with a small air gap in between. The 
lower metal block is chilled by a 
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pack of dry ice, which is spring 
loaded to keep the block near the 
sublimation temperature of dry ice. 
The temperature of the upper metal 
block is controlled by varying the air 
gap distance between the two metal 
blocks. This is accomplished by a 
threaded control ring connected to 
the housing of the lower metal block. 

The dew/frost point is measured by 
contacting the exposed front surface 
of the upper metal block, which is 
mirror finished, against the surface 
of the sealed insulating glass units, 
and gradually lowering the tempera- 
ture of the upper metal block until 
dew/frost deposits appear on the in- 
ner glass surface. The temperature is 
monitored by a digital thermometer 
or a bimetallic dial thermometer. 
Since the dry ice is self contained, 
the apparatus can be used in any 
orientation. 

The apparatus is being produced 
commercially by DENNIS Industries 
of 19444, St. Johnsbury Lane, Ger- 
mantown, Md. 20767. O 


Dieter Frolich, a visiting scientist at the 
Joint Institute for Laboratory Astrophysics 
operates the laser intensity stabilizer 
that won an I-R 100 award. 
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Fifty-Seven Major Appliance Manutacturers 
Support Energy Efficiency Program 


IFTY seven major appliance man- 

ufacturers have agreed to sup- 
port a voluntary program aimed at 
achieving a 20 percent average reduc- 
tion in the energy consumption of 
new household appliances by 1980. 

“These firms account for 93 percent 
of the retail sales of the appliances 
covered in the Commerce Depart- 
ment’s Voluntary Program for Appli- 
ance Efficiency,” according to Assist- 
ant Secretary of Commerce Betsy 
Ancker-Johnson. 

“| believe that the program will 
make a significant contribution in 
achieving President Ford’s goal of 
reducing our dependence on foreign 
energy sources,” the Assistant Sec- 
retary said. “In addition, consumers 
will benefit from the program directly 
by reduced energy costs resulting 
from operation of more efficient ap- 
pliances,” she said. 

The Voluntary Program for Appli- 
ance Efficiency was established by 
President Ford in a supplement to his 
State of the Union Message January 
15, 1975. President Ford called for a 
20 percent average reduction in 
energy consumption of all major ap- 
pliances by 1980 and for agreements 
by major appliance manufacturers to 
comply with the goals. If agreement 
could not be obtained in 6 months, 
President Ford said he would request 
legislation to establish mandatory ap- 
pliance efficiency standards. 

“Because of the favorable and 
timely industry response to the Presi- 
dent’s challenge, our program is mov- 
ing forward effectively without the 
need for legislation establishing 
mandatory appliance efficiency stand- 
ards,” the Assistant Secretary stated. 

The Assistant Secretary said the 57 
companies supporting the program 
represent all categories of appliances 
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for which energy efficiency goals are 
being set. Electric appliances in the 
program are room air conditioners, 
refrigerators, combination refrigera- 
tor-freezers, freezers, clothes washers, 
dishwashers, and television receivers 
(black and white as well as color). 
Appliances that use either gas or 
electricity are water heaters, clothes 
dryers, and kitchen ranges and ovens. 

More than 51 million units of these 
appliances were sold in 1974 with 
a retail sales value of $12.8 billion. 
The total primary energy consump- 
tion of all these major appliances in 
use today is estimated at the equiva- 
lent of 2.7 million barrels of oil per 
day. 

The following proposed efficiency 
goals, and programs to attain these 
goals, have been assigned to 13 
categories of appliances. These have 
been published in the Federal Register 
for public comment: 


® Room air conditioners, 22 percent 
reduction 


© Freezers, 25 percent reduction 


© Refrigerators and refrigerator-freez- 
ers, 30 percent reduction 


© Electric water heaters, 9 percent 
reduction 


® Gas water heaters, 25 percent re- 
duction 


® Electric ranges, 10 percent reduc- 
tion 
® Gas ranges, 30 percent reduction 


¢ Electric clothes dryers, 6 percent 
reduction 


® Gas clothes dryers, 12 percent re- 
duction 


® Clothes washers, 10 percent 


® Dishwashers, 18 percent reduction 


® Black and white television sets, 48 
percent reduction 


* Color television sets, 42 percent re- 

duction 

Final goals for specific appliances 
may be higher or lower than the 
average, depending on technical and 
economic feasibility. (The base year 
from which improvements in energy 
efficiency are to be measured is 
1972). These final goals are now being 
prepared for publication in the Fed- 
eral Register by the National Bureau 
of Standards, which supplies technical 
support for the program. 


In attaining the final goals, each 
company will formulate its own plan, 
which may include upgrading the 
entire line or a portion of the line, 
eliminating less efficient models, or 
modifying production mix. 

“As in any voluntary program, sub- 
sequent economic or other events 
may Cause some participants to with- 
draw,” Dr. Ancker-Johnson stated. 
“If this should occur to an extent 
that would jeopardize our overall 
goal, we will have to reconsider the 
necessity for a mandatory program 
and will advise the President of our 
recommendation.” 


The proposed goals and programs 
were developed as a result of com- 
ments and suggestions received by 
The Department of Commerce in re- 
sponse to a March 3, 1975 Federal 
Register notice. Meetings with ap- 
pliance manufacturers to solicit com- 
ments and suggestions were held at 
NBS. 


Other agencies participating in the 
Voluntary Program for Appliance 
Efficiency are the Federal Energy Ad- 
ministration and the Office of the 
Special Assistant for Consumer Af- 
fairs. O 
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NBS Circulates Voluntary 
Toy Safety Standards 


proposed Voluntary Product 
Standard that would establish 
nationally recognized safety require- 
ments for toys intended for use by 
children up to 14 years of age is 
being circulated by the National 
Bureau of Standards. 

If the standard is approved, pro- 
ducers and distributors may identify 
their toys that conform to the stand- 
ard through appropriate marking, 
labeling, and advertising. The con- 
sumer would be informed that toys 
which comply with the standard 
should be safe during conditions of 
normal use or ‘reasonably foresee- 
able abuse.” The latter would include 
instances of children taking toys 
apart, dropping or throwing them, or 
using them for purposes other than 
intended. 

The standard is being processed 
under the Commerce Department's 
Voluntary Product Standards proce- 
dures at the request of the Toy Manu- 
facturers of America. The standard is 
being circulated to interested groups 
and individuals for acceptance. 

The proposed standard contains 
requirements for materials quality, 
flammability, toxicology, packaging 
film, strings and elastics, electrical or 
thermal energy, impulsive noise, 
edges, hazardous points, and projec- 
tions. 

It also contains requirements for 
wheels, tires, and axles; folding 
mechanisms and hinges; holes, clear- 
ances, and protection of mechanisms; 
stability of ride-on toys and seats; 
overload requirements for ride-on 
toys and seats; tipping of stationary 
floor toys; confined spaces, small 
objects; simulated protective devices 
such as helmets, hats, and goggles; 
projectiles; and labeling, literature, 
and marking. 
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Inspection and test procedures to 
be used to determine the conform- 
ance of toys to the requirements of 
the standard are also contained. 

Articles not covered by the pro- 
posed standard include bicycles; sling 
shots and sharp-pointed darts; 
crayons, paints, chalks, and other 
similar art materials; playground 
equipment; B-B guns; hobby and 
craft items in which the finished item 
is not primarily of play value; model 
kits in which the finished item is not 
primarily of play value; sporting 
goods and camping and _ athletic 
equipment; musical instruments and 
furniture; and powered models of 
aircraft, rockets, boats, and land vehi- 
cles. 

Copies of the recommended stand- 
ard, designated TS 215b, are available 
without charge from the Standard 
Development Services Section, Na- 
tional Bureau of Standards, Washing- 
ton, D.C. 20234. O 
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Guidelines for Computer 


Security Published 


HE publication of computer 
security guidelines for imple- 
menting the provisions of the Privacy 
Act of 1974 has been announced by 
the National Bureau of Standards. 
These guidelines, published as Fed- 
eral Information Processing Standards 
Publication (FIPS PUB) 41, provide a 
handbook for use by Federal organi- 
zations in implementing computer 


security safeguards in order to com- 
ply with the Act. 

FIPS PUB 41 describes three cate- 
gories of technical safeguards which 
can be used to maintain the integrity 
of personal information and protect 
it from unauthorized use: physical 
security procedures, information 
management practices, and computer 
system/network security controls. 
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The Privacy Act of 1974 imposed 
numerous requirements upon Federal 
agencies to prevent the misuse or 
compromise of data concerning in- 
dividuals. Federal organizations that 
process personal data must provide 
a reasonable degree of protection 
against unauthorized disclosures, de- 
struction, or modification of personal 
data, whether intentional or result- 
ing from accident or carelessness. 
The requirements can be met by the 
selective managerial, administrative, 
and technical procedures. 

The guidelines in FIPS PUB 41, 
prepared by NBS at the specific re- 
quest of the Office of Management 
and Budget, treat the general prob- 
lem of computer security in address- 
ing a host of available safeguards. 
They are also generally applicable to 
computer security matters unrelated 
to individual privacy. 

The guidelines establish a basis for 
assessing the risks of unauthorized 
disclosure of personnel data in auto- 
mated systems and in developing 
safeguards to minimize these risks. 

Copies of FIPS PUB 41 are available 
from the Superintendent of Docu- 
ments, U.S. Government Printing 
Office, Washington, D.C. 20402 at a 
cost of 70 cents. Order SD Catalog 
No. C13.52:41. O 
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NBS Workshop to Study 
Electrocatalysis Processes 


HE processes of catalysis on metals 
and electrocatalysis on nonmetal- 
lic surfaces will be the subjects of two 
workshops, meeting consecutively, 
December 8-12 at the National Bu- 
reau of Standards, Gaithersburg, Md. 
The Electron Factor in Catalysis on 
Metals will be the subject of the first 
workshop, meeting on December 8-9. 
The program plans an_ interdiscipli- 
nary approach, bringing together the- 
oretical physicists engaged in band 
structure and surface calculations, 
physical chemists, surface chemists 
working with clean surfaces and sin- 
gle crystal problems, and _ practical 
catalytic chemists. 

The keynote address will be deliv- 
ered by Michel Boudart, Professor of 
Chemical Engineering at Stanford Uni- 
versity. 

There will be four panel sessions, 
each preceded by a formal presenta- 
tion. The topics will include: 

@ Experimental techniques provid- 
ing information on the electron fac- 
tor, with emphasis on the relation be- 
tween surfaces in ultrahigh vacuum 
and real catalysis situations; 


© The effects of alloy composition, 
including the relation between sur- 
face and bulk composition, and the 
nature of bimetallic clusters; 


¢ The relation of geometric con- 
siderations to the electron factor, in- 
cluding differences in the electron 
factor on different crystal faces of the 
same material, and the role of sur- 
face irregularities; 


¢ The theory of electron structure 
at surfaces, including clean surfaces, 
adsorbed atoms on clean surfaces, 
and the molecular cluster approach 
to adsorbtion. 


The Workshop on Electrocatalysis 
on Nonmetallic Surfaces, December 


9-12, will be concerned with electro- 
catalysis on compounds used as sub- 
stitutes for metal electrodes. 


Professor Heinz Gerischer of the 
Fritz-Haber Institut der Max Planck 
Gesellschaft (Berlin) will address a 
joint session of the two workshops 
on December 9. Professor Gerischer’s 
talk on a topic concerned with elec- 
tron transfer reactions will serve as a 
bridge between the two workshops. 


The second workshop will em- 
phasize studies of electrocatalysis on 
oxides, sulfides, carbides and similar 
compounds, and on molecular com- 
pounds such as phthalocyanines and 
other materials of interest to the 
electrochemistry of fuel cells and 
batteries. 


Six technical sessions, in addition 
to the Joint Session, are planned, 
including nine plenary lectures fol- 
lowed by contributed papers and 
discussions, and a final summary 
panel discussion. Topics will include: 


© Theory of electrocatalysis on 
nonmetallic surfaces; 

® Characterization of nonmetallic 
electrocatalytic surfaces; 

® Electrochemical processes on 
nonmetallic surfaces; . 

e Surface reactions of nonmetals 
under electrochemical conditions; 

© Electrochemistry at solid electro- 
lyte interfaces. 

Questions about the first workshop 
on catalysis on metals should be 
addressed to L. H. Bennett, Metallurgy 
Division, NBS, Washington, D.C. 
20234. Questions concerning the 
workshop on nonmetallic surfaces 
should be directed to Dr. Alan D. 
Franklin or Dr. William S. Horton, 
Inorganic Materials Division, NBS, 
Washington, D.C. 20234. O 
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Heat Pump continued 


the heat pump is turned off tends to 
be transferred to the interior space by 
natural convection. In the cooling 
mode, however, the coolness remain- 
ing in the indoor unit during off cy- 
cles is not circulated by natural con- 
vection, and most of it is eventually 
transferred to the basement where it 
doesn’t do any good in cooling the 
upstairs rooms. The situation might 
have been reversed, with the heat- 
ing COP being more affected by part- 
load operation than the cooling COP, 
if the indoor unit had been located in 
the attic, Kelly says. A modification in 
the heat pump control system which 
should improve both the cooling and 
heating COP in basement and attic 
installations, respectively, would be to 
have a time delay on the indoor 
blower which would allow it to oper- 
ate for several minutes after the com- 
pressor shuts off, he says. 

The largest adverse effect on the 
heating performance of the Bowman 
house heat pump was due to ice 
building up on the outdoor coil dur- 
ing cold winter days when the tem- 
perature dropped below 4.4°C 
(40°F). Ice buildup not only decreases 
the performance of the outdoor coil, 
but energy is also required to defrost 
the coil, which lowers the effective 
COP. Kelly believes further research 
is required to identify the optimum 
method of defrosting coils in various 
climates. 


Energy Effectiveness. 


To compare the energy effective- 
ness of the Bowman house heat pump 
with fossil-fuel heating equipment, 
Kelly traced the energy consumption 
of the heat pump back to the primary 
source energy used by the power 
plant. The “effective heating COP” 
which he calculated takes into ac- 
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NBS Engineer Didion leads team studying laboratory performance of heat pumps. 


count the fact that usually less than 
Y; of the heat energy of the fuel 
burned at the power plant in making 
electricity will reach the building and 
thus the heat pump. This means that 
for every unit of energy used to pro- 
duce electricity at the power plant, 
about half a unit of heat is delivered, 
on the average, to the interior living 
space of the Bowman house. Although 
there is considerable controversy over 
the seasonal efficiency of gas- and oil- 
fired furnaces, Kelly believes that the 
effective seasonal performance of the 
Bowman house heat pump is equiva- 
lent to the performance of many resi- 
dential gas- and oil-fired heating sys- 
tems. 

“In the Washington, D.C. area there 
does not appear to be any clear-cut 
energy-savings advantage in choosing 
either a heat pump or a gas- or oil- 
fired heating system,” Kelly says. “For 
areas which have a_ considerably 
colder heating season than Washing- 
ton, D.C., it is likely that gas- or oil- 
fired residential heating systems 
would be more energy effective than 
present-day heat pumps, while a heat 


pump would probably be better than 
gas- or oil-fired units in areas having 
winters which were milder than Wash- 
ington, D.C 

Going hand-in-hand with the Bow- 
man house field test are laboratory 
tests aimed at obtaining a complete 
definition of the seasonal COP for 
various climates. Kelly is carrying out 
tests on a heat pump in one of the 
Bureau’s environmental chambers 
(where temperature and humidity 
conditions anywhere in the U.S.A. can 
be simulated) to load the outdoor unit 
while simultaneously imposing any 
building-type load on the indoor unit. 
The information obtained from the 
field and laboratory tests will be used 
to help improve heat pump perform- 
ance and to predict the seasonal cool- 
ing and heating COP’s of various heat 
pumps. 


Advanced Research 


Another phase of the NBS research 
on heat pumps being carried out by 
engineer Mulroy and technician David 
Ward deals with evaluating one of the 
very promising heat pump systems 
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using existing hardware. Under Di- 
dion’s direction, they have coupled a 
heat pump to a Stirling engine, a 
unique kind of external-combustion 
engine that has minimal pollution, 
little noise, and low maintenance as- 
sociated with it. The engine has two 
pistons that move up and down in 
one cylinder, uses a fixed mass of 
working fluid that constantly flows 
back and forth between a hot top 
space and a cold bottom space, and 
relies On continuous external com- 
bustion of fuel to supply heat to the 
working fluid through the upper wall 
of a cylinder. Most important, the 
Stirling engine has the highest theo- 
retical thermal efficiency possible, 
and a substantially greater efficiency 
than diesel and other internal-com- 
bustion engines in practical use. The 
NBS work on Stirling engine-driven 
heat pumps is still in progress and 
results will not be tabulated for sev- 
eral months. 


Outlook 


Compared to other systems, heat 
pumps now represent a small part of 
the heating and cooling market, al- 
though it is estimated that some 
200,000 units will be sold in the 
United States this year. However, the 
potential for expanding the heat 
pump market is greater than that for 
any other device. The uncertain fu- 
ture of oil and natural gas supplies and 
the general trend toward all-electric 
homes offer a unique energy-conser- 
vation opportunity for the heat pump. 

Other countries have shown inter- 
est in heat pumps as well, although at 
present they are totally dependent on 
American industry for production 
models. Western Europe is particu- 
larly interested in developing heat 
pumps for heating only, because their 


November 1975 


climate does not require summer air 
conditioning. NBS is currently en- 
gaged in a cooperative program with 
the Building Research Establishment 
of England which will enable both 
countries to benefit from ongoing re- 
search projects on heat pumps. The 
program includes exchange of lab and 
field data on the dynamic perform- 


ance of heat pumps, comparison ot 
different computer models of heat 
pumps, and joint development of test- 
ing procedures to evaluate the oper- 
ating performance of heat pumps. The 
outcome of such cooperative efforts 
as well as the NBS research may well 
help to bring a heat pump into your 
future. Oo 


Thinking about a Heat Pump for 
Your House? Read on... 


Installing a heat pump in an 
existing house can be an expen- 
sive proposition, unless both 
your central furnace and _ air 
conditioner need replacement 
at the same time. However, 
many new home builders now 
offer potential buyers the option 
of a heat pump instead of elec- 
tric resistance heating. Whether 
you are thinking of retrofitting 
your house with a heat pump, 
or buying new, here are a few 
things you should know: 

© The Air-Conditioning and 
Refrigeration Institute (ARI) 
publishes a directory containing 
manufacturers’ data for residen- 
tial heat pumps that have been 
tested under standard ARI con- 
ditions. (Remember that these 
conditions are steady-state full- 
load conditions and may or may 
not represent real-life condi- 
tions). The directory lists the 
capacity of different heat pumps 
in British thermal units (Btu’s) 
and the power input in watts for 
the heating and cooling modes 


of the pump. The ratio of capac- 
ity to power input is known as 
the Energy Efficiency Ratio. The 
higher the EER, the more effi- 
cient the heat pump. The di- 
rectory is updated twice a year 
and can be purchased for $1.00 
from the Director of Engineer- 
ing, Air-Conditioning and Re- 
frigeration Institute, 1815 N. 
Fort Myer Drive, Arlington, Va. 
22209. Ask for the Directory of 
Certified Unitary Air Condition- 
ers, Unitary Heat Pumps, Sound- 
Rated Outdoor Unitary Equip- 
ment and Central System Humi- 
difiers. 

e It pays to buy your heat 
pump from an_ authorized 
dealer, who can help advise you 
on the proper size unit for your 
house, provide a planned serv- 
ice and/or maintenance con- 
tract, and implement the factory 
guarantee. Proper installation 
and servicing are essential for 
satisfactory operation and will 
minimize inconvenient and 
costly repairs. 
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Heart continued 


Committee F-4 on Surgical Implants, 
and Committee F-1 on Electronics, 
and the International Society for 
Hybrid Microelectronics. 

Various resources for reliability 
and test information such as the 
Reliability Analysis Center and the 
Government Industry Data Exchange 
Program were reviewed, as were serv- 
ices available for bibliographic 
searches of the government report 
literature. 

The conference also made avail- 
able a list of various independent or- 
ganizations that can provide procure- 
ment, assembly, testing, and failure 
analysis services for small companies 
that cannot efficiently provide the 
service for themselves. 

Despite the fact that only one 
workshop was planned, attendees at 
the closing session recommended 
that follow-up action be taken and 
that NBS should be the focal point 
of such action. One recommenda- 
tion was that NBS hold an annual 
3-day meeting devoted to specific 
problems of interest to the pacemaker 
community. 

The application of electronics to 
the medical field has produced bene- 
ficial results in providing instrumenta- 
tion for more effective diagnosis, 
patient monitoring, and device-aided 
therapeutics. Much of this progress 
is due to the development and avail- 
ability of improved electronic com- 
ponents, especially in the case of 
pacemakers where size and reliability 
are prime factors. 

NBS efforts to make available ex- 
perts and sources of information to 
the —pacemaker and electronics in- 
dustries are helping to assure that 
the critical needs for high reliability 
of life-sustaining pacemakers are 
being met. O 
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Sealants continued 


According to Chow, the current 
method of topical fluoridation uses 
one of several fluoride compound 
solutions, including stannous fluoride, 
sodium fluoride, and acidulated phos- 
phate fluoride (APF). These solutions 
form calcium fluoride (CaF2) on the 
surface of the tooth enamel, a por- 
tion of which eventually is con- 
verted to fluorapatite (Cas[POa]3F) in 
the enamel, the desired end product. 
In the process, a certain amount of 
the original tooth calcium is lost. 

“These solutions were developed 
under the philosophy that the more 
fluoride you get in the better,” ex- 
plains Brown. “We’re getting away 
from that and the calcium loss, 
towards a better use of the fluoride.” 

The new procedure, developed by 
Chow and Brown, substitutes for the 
acid solution one of a number of 
basic phosphate fluoride solutions 
(BPF). The advantage of the BPF 
treatment, said Chow, is that the 
fluorapatite is formed without the 
additional formation of calcium 
fluoride. 

Recently, Chow and Brown have 
discovered a bonus effect. If you 
apply a BPF solution after etching 
the teeth for the sealant, you reduce 
an undesirable by-product of the 
etching process, dicalcium phosphate 
dihydrate, which may also act to 
loosen the sealant. 

Their report, “Topical Fluoridation 
of Teeth Before Sealant Application,” 
appears in the September-October 
issue of the Journal of Dental Re- 
search. 

The new technique is still experi- 
mental, and will probably not be 
commercial for another 5_ years. 
However, Brown hopes to avoid the 
expensive and time consuming pro- 
cedure of a standard clinical test. 


Topical treatment: A fluoride gel, in this 
case flavored orange, is squeezed into a 
tray. The mouth-shaped tray is then fitted 
over the patient’s teeth and held in place 
for about four minutes as the fluoride 
combines with the tooth calcium. 


With cooperation of staff dentists 
and a number of patients, Brown 
hopes to test the new method on 
patients who wear dentures with an 
accelerated test. 

Some of the teeth in the dentures, 
which are normally plastic or por- 
celain, would be replaced with “real’’ 
teeth. With some teeth treated with 
BPF and others left as controls, the 
teeth can be “stressed” severely with 
direct applications of sugar solution 
every half hour or so. In this way, 
according to Brown, the long process 
required to produce detectable tooth 
decay can be compressed into a week 
or so. 

Although their tests so far seem 
promising, Chow and Brown are 
inclined to be cautious about future 
applications of BPF treatment. ‘These 
results,” their report concludes, “sug- 
gest the possibility of fluoridating the 
acid-etched enamel, before sealant 
application, without weakening ad- 
hesion of the sealant.” 0 
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Ozone continued 


pounds on the ozone shield. But pre- 
dictions made on the basis of these 
models depend directly on the valid- 
ity of the data fed into them. This 
area of stratospheric research recently 
received an assist from other NBS 
chemists. Dr. David Garvin and Dr. 
Robert F. Hampson, Jr., have pub- 
lished new, carefully evaluated chem- 
ical kinetic and photochemical data 
to be used by scientists modeling 
atmospheric chemistry. 

The tables provide the most up to 
date information on the rates of 271 
chemical and photochemical reac- 
tions important in the stratosphere, 
with recommended values for 160 of 
these reactions. The data were culled 
from more than 100 laboratories with 
new data supplied where needed by 
NBS. Preparation of the tables was 
supported by the Climatic Impact 
Assessment Program of the Depart- 
ment of Transportation and the NBS 
Office of Standard Reference Data 
and Office of Air and Water Measure- 
ment. As new information becomes 
available, the data tables are revised. 

In fact, shortly after the tables were 
published, Dr. Michael J. Kurylo and 
Dr. Walter Braun, chemists in the In- 
stitute for Materials Research, com- 
pleted a study of the rate of reaction 


Subscription Order Form 


for one of the crucial reactions in the 
Molina-Rowland theory. The pair of 
reactions 
cl + Os —— clo + O2 
ClO == Oe = Cl 02 
Netw Os aa) Cs 
is believed to be the principal cycle 
by which chlorine atoms released 
from fluorocarbons in the strato- 
sphere destroy ozone. 

Kurylo and Braun studied the first 
of these reactions and measured how 
fast the reaction occurs (the “rate of 
reaction’) over the range of tempera- 


tures and pressures found in the 
stratosphere. 
Their results indicate a slower 


rate of reaction, by about 50 percent 
at stratospheric temperatures, than 
the values used by Molina and Row- 
land in their first computer estimates 
of the extent of ozone destruction by 
chlorine compounds. The NBS results 
have been validated by parallel stud- 
ies in two other laboratories in the 
United States and one in the United 
Kingdom. 

The new lower value has the effect 
of slowing down the rate of the pre- 
dicted effect of chlorine atom-cata- 
lyzed destruction of stratospheric 
ozone, according to Kurylo and 
Braun. Although their study provides 
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more accurate data by which com- 
puter predictions of ozone destruc- 
tion can be made, the chemists cau- 
tion that their results neither prove 
nor disprove the validity of any par- 
ticular predictive models. To do this, 
direct experimental evidence is neces- 
sary. 


Search Continues 


Meanwhile, researchers at NBS, 
NOAA, and other laboratories around 
the world have stepped up _ their 
search for direct experimental evi- 
dence in order to determine the valid- 
ity of the Molina-Rowland theory. 
Some scientists, who have questioned 
the theory, suggest that chlorine com- 
pounds from natural sources such as 
the ocean may play a more important 
role in determining the amount of 
chlorine atoms in the stratosphere 
than the fluorocarbons. This possibil- 
ity is also being investigated. Unlike 
some research—where the eventual 
payoff or application is years away— 
the research on fluorocarbons will be 
the basis of decisions in the next few 
years by the governments of many 
countries that will not only affect the 
future use of fluorocarbons, but the 
lives of virtually everyone on earth. 0 
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Are you spending more to heat and cool your home? 
You could be ‘Making the MOST of Your ENERGY DOLLARS 


in Home Heating & Cooling’’— 


a new consumer guide from the Commerce Department's 
National Bureau of Standards, in cooperation with the Federal 
Energy Administration. 


For your climate and the type of energy used to heat and cool 
your house, this booklet lets you find your best investment in 
energy conservation improvements. This investment gives you 
the greatest possible net savings in your heating and cooling 
bills over the long run. 


Use the booklet to figure out just how much insulation, storm 
windows and doors, weather stripping and caulking are needed 
for your house—and what they will cost. 


Not a how-to-do-it book, but a “how-much’” guide to energy 
conservation investments. 


To make the most of YOUR energy dollars send $0.70 per 
copy (check, money order or Superintendent of Docu- 
ments Coupons) to Consumer Information, Public Docu- 
ments Distribution Center, Pueblo, Colorado 81009. Ask for 
Making the Most of Your Energy Dollars in Home Heating 
and Cooling. 


U.S. DEPARTMENT OF COMMERCE/National Bureau of Standards 
FEDERAL ENERGY ADMINISTRATION / Office of Energy Conservation and Environment 


